BUREAU VERITAS 


Certification 





H. Lundbeck A/S France 
Laboratoire Elaiapharm 


2881 Route des Crétes, BP 205 Valbonne, 06904 Sophia-Antipolis 
Cedex, France. 







Part of certificate no: DK011219 


Bureau Veritas Certification Holding SAS — UK Branch certifies that the 
Management System of the above organization has been audited and found 
to be in accordance with the requirements of the management system 
standards detailed below. 


Standard 








ISO 14001:2015 


Scope of certification 





Production of pharmaceutical products. 














Original cycle start date: 11 February 2007 
Expiry date of previous cycle: NA 
Certification/Recertification Audit date: NA 


Certification/Recertification cycle start date: 01 July 2019 


Subject to the continued satisfactory operation of the organization's 
Management System, this certificate expires on: 30 June 2022 


Certificate No.: DK011219-104 Version: 1 Revision date: 16 June 2019 


Certification body address: 5" Floor, 66 Prescot Street, London, E1 8HG, United Kingdom eb 
Local Office: Oldenborggade 25-31, 7000 Fredericia, Denmark 
U 
Further clarifications regarding the scope of this certificate and the applicability of MANAGEMENT 





the Management System requirements may be obtained by consulting the 
organization. To check this certificate validity, please call (+45) 77 311 000. 0008 


BUREAU VERITAS 


Certification 







H. Lundbeck A/S 
France 
Laboratoire Elaiapharm 
2881 Route des Crétes, BP 205 Valbonne, 
06904 Sophia-Antipolis Cedex, France 
Part of certificate no. : DK013586 

Bureau Veritas Certification Holding SAS — UK Branch certifies that the 
Management System of the above organization has been audited and found 


to be in accordance with the requirements of the management system 
standards detailed below. 


Standard 





ISO 45001:2018 


Scope of certification 





Production of 
pharmaceutical products. 











Original cycle start date: 21 January 2021 * 
Expiry date of previous cycle: NA 
Certification/Recertification Audit date: NA 


Certification/Recertification cycle start date: 21 January 2021 


Subject to the continued satisfactory operation of the organization’s 
Management System, this certificate expires on: 30 June 2022 


Certificate No.: DK013586-103 Version: 1 Revision date: 21 January 2021 





Certification body address: 5 Floor, 66 Prescot Street, London, E1 8HG, United Kingdom 
Local Office: Oldenborggade 25-31, 7000 Fredericia, Denmark 
* OHSAS 18001 :2008 Original cycle start date: 11 February 2007 


⁄ 
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Certification 
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Further clarifications regarding the scope of this certificate and the applicability of the jij 


Management System requirements may be obtained by consulting the organization. 
To check this certificate validity, please call (+45) 77 311 000. 


